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Message Text 



UNCLASSIFIED 
PAGE 01 STATE 210903 
17 11 

ORIGIN SY-10 

INFO OCT-01 AF-05 ISO-OO /016 R 

DRAFTED BY A/SY/T: MHMUSSER:PS 
APPROVED BY A/SY/T: MHMUSSER, ACTING CHIEF 

081539 

R 252106Z OCT 73 
FM SECSTATE WASHDC 
TO AMCONSUL CASABLANCA 

UNCLAS STATE 210903 

E.O. 11652N/A 
TAGS: ASEC 

SUBJECT: SWITCH FOR INCINERATOR 
REF: CASABLANCA 0731 

1. DUAL VOLTAGE COIL REQUESTED WILT. BE POUCHED SHORTLY 
WHEN RECEIVED FROM VENDOR. AS PREVIOUSLY DONE, BILLING WILT. 
BE MADE TO POST. 

2. YOUR REQUEST FOR FUSES POSES A PROBLEM SINCE THERE IS A 
WIDE SELECTION. IF POSSIBLE, PLEASE DETERMINE THE ”H" 

RPT "H" NUMBER EITHER FROM THE FUSES, HOUSING OR LITERATURE. 
THE FUSE SIZE IS GOVERNED BY MOTOR AND HEATER SIZE. FOR 
YOUR INFORMATION, IF THE PRESENT FUSES FROM THE OLD UNIT ARE 
NOT DAMAGED THEY CAN BE USED IN THE NEW SWITCH. KISSINGER 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 25 OCT 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE210903 

Document Source: CORE 

Document Unique ID: 00 

Drafter: MHMUSSER:PS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19731011/aaaaaiag.tel 

Line Count: 43 
Locator: TEXT ON-LINE 
Office: ORIGIN SY 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: CASABLANCA 0731 
Review Action: RELEASED, APPROVED 
Review Authority: cunninfx 
Review Comment: n/a 
Review Content Flags: 

Review Date: 03 JAN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <03-Jan-2002 by elbezefj>; APPROVED <15 FEB 2002 by cunninfx> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: SWITCH FOR INCINERATOR 
TAGS: ASEC 
To: CASABLANCA 
Type: TE 
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